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Message Text 

CONFIDENTIAL 

PAGE 01 MOSCOW 00940 2018 1 8Z 
ACTION SY-05 

INEO OCT-OI EUR-I2 ISO-00 /018W 

2I0327Z 118247/66 

R201537Z JAN 77 
EM AMEMBASSY MOSCOW 
TO AMCONSUL ERANKEURT 
INEO SECSTATE WASHDC 3301 
SECSTATE WASHDC 3301 

CONEIDENTIAL MOSCOW 0940 

ERANKEURT EOR OIC/RTC, STATE EOR A/SY/T 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: CCTV EQUIPMENT 

1. TSO PRESENTLY INSTALLING ALARM SYSTEM IN DATT/DAO lOTH 
ELOOR OFEICE AREAS AND UPGRADING DAY-ACCESS CONTROL ENTRY 
TO THAT AREA. IN CONJUNCTION WITH THE LATTER (ACCESS CONTROL) 

A SINGLE ZONE CCTV SYSTEM WILL BE INSTALLED. 

2. ONLY AVAILABLE CAMERA AND MONITOR ARE TEMPORARILY DEDICATED 
TO COVERAGE OF FIRE ESCAPE CONSTRUCTION SITE. TO EACILITATE THE 
TIMELY INSTALLATION OE PARA ONE DAY-ACCESS MONITOR STATION, 

PLEASE POUCH THE EOLLOWING ITEMS TO TSO, MOSCOW. 

3. QUANTIY ITEM 

1 EA MTC-2 1 MKII CAMERA W/WIDE ANGLE LENS : LLV DAY/ 

NIGHT NOT RPT NOT REQUIRED. 

1 EA CAMERA MOUNTING BRACKET, MTB-2 (OR WITHOUT 
AESTHETICALLY ATTRACTIVE BRACKET. 

1 EA. MONITOR - ELECTROKAME EVM 9 OR CONCORD VM 20 1 . 

2. EA. BNC MALE CONNECTORS FOR RG-59 COAX. 

TOON 
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